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SWITZERLAND TEST »169 


| 

I 

The following cigarette brands from Switzerland 
I (Neuchatel) were received for testing on July 16, 

1976. These cigarettes were of May, 1976 production. 


Marlboro Long Size 20's (Box) - Switzerland 
Marlboro Lights Long Size 20's (Box) - Switzerland 
Marlboro King Size 20's (Soft Pack) - Switzerland 
Marlboro 100 20's (Soft Pack) - Switzerland 
Philip Morris Multifilter 100 20's (Soft Pack) - 
Switzerland 


The Marlboro long size cigarettes were not different 
from the previous average in any of the characteristics 
tested. 

The Marlboro Lights long size cigarettes were not 
different from the previous average in any of the 
characteristics tested. 

The 'Marlboro king size cigarettes were not different 
from the previous average in any of the characteristics 
tested. 


The Marlboro 100 cigarettes were different from 
the previous average only in dilution. 

The Philip Morris Multifilter 100 cigarettes were 
different from the previous average in tar, TPM and 
nicotine. 



Source: https://www.industrydocuments.ucsf.edu/docs/ygwn0004 
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SW \ T ZfcRLAHU TEST »)<>* 


f**« l 


Smoker 

Nut [ length, *i« 

I- I'u* Tar t «g/cigt , 
W'N, ng/cigt, 

Nicotme, 

Kju*r, mg/cigt, 

Puf I's/c i gt • 

h Ittidou t((,, X 


Har I bo ro 
20* s 

Long Site 
(Box) 


Marlboro lights 
Long Size 

20 f s 

Marlboro King Six# 
’O'* (Soft Pact) 

Current 

l*rev. 

H.S.* 

Current 

l 1 rev. 

Avg. 

Current 

V re V* 

2S 

25 

2b 

27 

2? 

27 

27 

17.4 

n.b 

17.b 

11.5 

11.6 

lb.9 

17.7 

21,3 

22.4 

21.9 

15.9 

14.0 

20.8 

22.0 

1.04 

t.tl 

1.0S 

0.8b 

0. 87 

1.08 

1.14 

2,9 

5.7 

5.2 

1.7 

1.5 

2.8 

5.2 

3.0 

8. 5 

B.2 

9.0 

9.2 

8.4 

*.7 

44 

44 

J7 

5 2 

55 

47 

47 


t- 1 g« r e 1 1 e 


Jot al HIT), in, of 11 > 0 

4, 1 

4.1 

un of M-jO 

104 

1 04 

Static Burn. Tine, win. 

7. 7 

7.7 

Length, mm 

79. S 

79.5 

Circumference, ®w 

25.1 

25.1 

Diameter, t»n 

8.0 

8.0 

1* apv r 

Porosity, sec. 

n 

J l 

Filter 

BID, m. of HgO 

2.8 

2.6 

Bftlfl Of |t,0 

71 

l>t> 

Length, ww 

17.9 

18.0 

hiei giit , g 

0.15 

0.13 

Tipping paper length, »» 

22 

ll 

Dilution, 1 

■ 

- 


Filler 


Total alkaloids, 1 

J.S2 

l.SS 

Total reducing sugars, l 

6.9 

7.5 

wt. of tub., 1,000 clgts,, g 

789 

791 

1,000 cigts,, lbs. 

1.7374 

1.74 29 

Rod Ueiisity, c/cc 

0.256 

0. 259 

'C.V. , ce/10 g 

C.V., ce/10 g {Corrected 

32 

50 

to 121 O.V.J 

3B 

57 

'Oven Volatiles, t 

14.0 

14.4 


4.6 

4.7 

4.8 

4.5 

4.3 

117 

119 

122 

109 

109 

7.7 

7.6 

7.6 

7.5 

7.5 

79.6 

79.6 

79.6 

>4.4 

14.5 

24.9 

25.1 

25.1 

2S.0 

25, 1 

7.9 

ft.O 

»,0 

8.0 

4.0 


21 

10 

11 

12 

15 

z.a 

3.6 

5.6 

2.9 

2.7 

71 

91 

91 

74 

69 

19.0 

19.9 

20.0 

19.9 

20.0 

0. 14 

0.15 

0.15 

0.14 

0.14 

23 

24 

24 

24 

24 

- 

24 

22 

- 

- 


1.49 

1.52 

1.52 

1.51 

l.Sb 

6.0 

7. -I 

8.5 

6.5 

7,4 s 

750 

iil 

854 

525 

829 

1.0076 

1,3298 

1.8569 

1,8166 

1.8254 

0.245 

0.27ft 

0 

0.257 

0.256 

5S 

32 

29 

30 

30 

39 

38 

36 

58 

57 

15.7 

14,1 

14.7 

14.4 

14.2 


1 Equilibrated at ?5“F and 601 R.ll. for 4fl hrs. 

2 f)ata fro* C.l. No, 8-7o. 

^Results of Test «!o4, dated March 9, 1970, whore a change was noted. 


S0£t>£GT002 


U.S.7 


2* 

17.9 

22.2 

1.07 

5.2 

*.7 

41 


4.1 

122 

7.7 

44.5 

25.0 

«.0 


20 


2.9 

74 

21.0 

0.15 

25 


1.49 

6.9 

770 

1.6956 
ft. 246 
56 

59 

15.4 


Source: https://www.industrydocuments.ucsf.edu/docs/ygwn0004 




ttut t length, wm 

Hi' lar, rog/cigt, 
ir?r, a K /cmt. 
f»KOi iiu', rag /l i g t • 
to alev. 

Tut ts/e igt . 

VlH 1 . 1 1 \ on b k U , \ 

C>Rjivt to 

Tola! RN1* in, of II 2 O 
»» of II 2 O 

Static Bufu. Ti»**? r »in. 
Length, 

£i reuwference, mm 
Hiatneter, nun 

l* Ape 1 

I’oro* 1 1 y , sec. 
filter 

MD, in. of HjO 
Mm of 11^0 
Inner, in. of HjO 
of 

Outer, in. of H*0 
pua of U^O 
Length, mra 
inner 
Outer 
Height, g 
l nne r 
outer 

Carbon, njj/plug 
Tippiug paper length, uu 
miulton, \ 


Total alkaloids, l 
Total reducing sugars, \ 

Kt. of tob. , 1,000 cifits., g 

1 ,000 cifits., lbs. 
Rod Density, g/cc 

l c*y-- * ...__ 


Marlboro 
20* s (Sole 

100 


l J rev. 

Current 

Avr. 

S3 

32 

17.1 

17.2 

:o.s 

20.5 

J. i a 

1.24 

i.2 

2.1 

9.6 

10.2 

4B 

46 

4.2 

4. 1 

107 

104 

7.2 

6. 8 

98.9 

99.2 

24.6 

24.6 

7.8 

7.8 

12 

1 2 

2.7 

2.0 

69 

66 

21.9 

2S.0 

0.18 

0. 18 

30 

30 

9 

13 

1.S2 

l.5o 

7.2 

7.5 

923 

931 

2.1)322 

2.DSU4 

0.259 

0,261 

31 

11 

.) 38 

37 

14.4 

13.9 


•Ew-jiliferalaJ at 7*‘l ami 601 R.H. lor 4* hrs. 
1 U*tM frea C.i. No, 8-76. 


>: I-!..*-. 


90^S0T002 



Source: https://www.industryi 


skuzi rlanh ti;st «i69 

. .... t>«c« 2 


l*hi lip Norris 
Mult in ltcr 100 
IP's (Soft Pact,] 


U.S. 7 

Ciirrcn t 

Pre». 

Avg, 

34 

33 

33 

17.2 

IS.6 

14.2 

20.6 

1 8.2 

10.6 

1.08 

1.00 

0.36 

2.3 

1.0 

l.S 

i!2 

10.0 

9.6 

48 

S3 

49 


4.9 

S. & 

S.4 

12S 

141 

137 

6.8 

7.4 

6. 8 

99,4 

99.1 

99.1 

24.8 

24.6 

24.7 

7.9 

7.8 

7.9 


n 

29 

31 

1.9 

3.1 

3.0 

74 

79 

76 

* 

1.6 

l.S 


41 

41 


l.S 

l.S 


3* 

41 

26,9 

25.2 

25. 2 


12.7 

12.7 

_ 

• _. 

12,S 

0.17 

9.2S 

0.2S 

- 

0.17 

0.17 

_ 

0.03 

0.08 

„ 

75 

77 

31 

30 

30 

None 

- 

' 


US 2 

1.20 

1.14 

6.7 

8.7 

9.8 

BSD 

940 

9 38 

1.8716 

2.0696 

2.0647 

0.2*42 

0.264 

0.261 

36 

37 

37 

39 

39 

40 

13.7 

12.7 

13.1 




